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10 January 1957 


MEMORANDUM FOE: 
ATTENTION : 
SUBJECT : 
REFERENCE : 


Director of Intelligence, USAF 
Colonel James H. Macia 
Special One-Time Utilisation Procedure 
lour memorandum dated 10 Jan 57, TH 106h-7 


The procedure detailed in the reference memorandum is 
approved with only one change. Enclosure 3 should read as 
follows : 
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"The illustrations and sketches you are about to be 
shcwr^r^of^n^nidantif^d installation in the U.S.S.R. 
hear he primary purpose of tils 

briefing le to attest to specifically identify the type 
of installation and its purpose. These sketches and 
illustrations have been prepared from various observations 
and materials . '* 


FOR THE UTILIZATION ADVISORY BOARD: 
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Secretary 

Utilisation Advisory Board 
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